84      DOCKETED ITEMS
-8503070206 Insp Rept 50-309/84-27 on 841217-850125.No violation noted.Major areas inspectedxontrol room.accessible plant structures.plant operations.physical security.fire protection, maint & surveillance.
HOLDEN.C.,   ELSASSER.T.C.   Region   1,   Office   of   Director.   85/02/28.    11pp. 29260:321-29260:331.
8503190414 Forwards Insp Rept 50-309/84-26 on 841210-14 & notice of violation. MARTIN.T.T. Region 1, Office of Director. 85/03/12. RANDAZZA.J.B. Maine Yankee Atomic Power Co. 2pp. 29407:192-29407:200.
-8503190424 Insp Rept 50-309/84-26 on 84121Q-14.Violation noted: failure to maintain copies of documents required by certificate of compliance.
CLEMONS.P., SHANBAKY.M. Region 1, Office of Director. 85/03/08. 6pp. 29407:195-29407:200.
8503200381 Revised emergency plan implementing procedures/including Rev 21 to 2.50.6 re emergency equipment readiness check & Rev 4 to 2.50.7 re emergency onsite radiation monitoring. Encl Procedure 2.50.15 withheld per Privacy Act.
*  Maine Yankee Atomic Power Co. 85/03/14. 36pp. 29428:065-29428:106.
8503250019 Forwards "Analysts Rept on Issues re Evacuation Time Estimates for Maine Yankee Power Station,Wiscasset,ME," concerning adequacy of emergency preparedness in Boothbay Harbor area.
KRIMM.R.W. Federal Emergency Management Agency. 85/03/15. JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 3pp. 29494:183-29494:226.
-8503250023 "Analysis Rept on Issues re Evacuation Time Estimates for Maine Yankee Power Station,Wiscasset,ME."
*  Federal Emergency Management Agency. 85/03/15. 41pp. 29494:186-29494:226.
8503270024 Forwards addl info to resolve Insp Rents 50-309/84-11 & 50-309/84-15 open items re fire protection.Corrective actions:partiaJ sprinkler sys installed.non-rated fire seismic gap filled & charging pump will be modified.
WHJTTIER.G.D. Maine Yankee Atomic Power Co. 85/03/20. MILLER.J.R. Operating Reactors Branch 3. 3pp. 29527:182-29527:184.
8503280450 Ack receipt of 850215 Itr informing NRC of steps taken to correct violations noted in Insp Rept 50-309/84-11.
EBNETER.S.D.  Region  1, Office of Director. 85/03/22.  RANDAZZA.J.B.  Maine Yankee Atomic Power Co. 2pp. 29551:078-29551:081.
P. Operating license stage documents & correspondence
8503060069 Forwards request for add! info on NUREG-0737.ltem II.D.1 re performance testing of relief & safely valves.Schedule of responses to questions requested within 30 days of receipt of ltr.AII responses requested within 120 days. MILLER.J.R. Operating Reactors Branch 3. 85/02/11. RANDAZZA.J.B. Maine Yankee Atomic Power Co. 7pp. 29246:266-29246:272.
8503050258 Clarifies understanding of NRC acceptance of 850117 Rev 2 to operational QA program.QA program dtd 830310 accepted.based on acceptance of 830720 & 841115suppls.
WHITTIER.G.D. Maine Yankee Atomic Power Co. 85/02/13. MURLEY.T.E. Region 1, Office of Director. 1p. 29213:271-29213:271.
8503190195 Forwards summary of review of 840410 proposed revs to Tech Specs for snubbers & request for addl info.Telcon or meeting requested. Response requested within 30 days of Itr receipt.
MILLER.J.R. Operating Reactors Branch 3. 85/02/25. RANDAZZA.J.B. Maine Yankee Atomic Power Co. 4pp. 29438:164-29438:167.
8503070535 Requests assistance in conducting review of 850108 util submittal re containment leak testing.Safety evaluation & SALP input should be completed by 850630. THOMPSQN.H.L Division of Licensing. 85/02/27. STAROSTECKI.R. Region 1, Office of Director. 1p. 29282:212-29282:220.
8503060128   Forwards  responses to   33  of  197   questions   on  util  topical   rept, "RELAP5YA - Computer Program for LWR Sys Thermal Hydraulic Analysis." KAY.J.A. Yankee Atomic Electric Co. 85/03/01. ZWOLINSKI.J.A. Operating Reactors Branch 5. 27pp. 29235:090-29235:116.
8503120331 Application for amend to License DPR-36,consisting of Suppl 1 to Proposed Change 92 & Proposed Change 107,revising Tech Spec Section 3.9 re operational safety instrumentation, control sys & accident monitoring sys. RANDAZZA.J.B. Maine Yankee Atomic Power Co. 85/03/04. Office of Nuclear Reactor Regulation, Director. 11pp. 29318:183-29318:202.
-8503120336 Proposed changes to Tech Spec Section 3.9 re operational safety instrumentation.control sys & accident monitoring sys.
*  Maine Yankee Atomic Power Co. 85/03/04.9pp. 29318:194-29318:202.
8503110342 Application for Proposed Change 108 to amend License DPR-36, revising Tech Specs to provide more extensive insp of steam generator tubes in areas where degradation expected w/normal sampling of remainder of tubes.Fee paid. RANDAZZA.J.B. Maine Yankee Atomic Power Co. 85/03/05. Office of Nuclear Reactor Regulation, Director. 2pp. 29290:019-29290:024.
-8503110346 Proposed Tech Specs.providing for more extensive insp of steam generator tubes in areas where degradation expected w/normal sampling of remainder of tubes.
*  Maine Yankee Atomic Power Co. 85/03/05. 4pp. 29290:021-29290:024.
8503110462 Advises that addl time required to complete response to NRC 840824 itr re containment leak testing program.Deferment of response requested until 850927 to review as-built design features inaccessible durino plant operation. WHITTIER.G.D. Maine Yankee Atomic Power Co. 85/03/05. MILLEFUR. Operating Reactors Branch 3.1p. 29288:219-29288:219.
8503120307 Forwards response to questions re inadequate core cooling instrumentation & primary inventory trend sys.NRC may have misinterpreted design description re 0.8 specific gravity difference between static & variable sensing lines. WHITTIER.G.D. Maine Yankee Atomic Power Co. 85/03/08. MILLER.J.R. Operating Reactors Branch 3. 12pp. 29318:072-29318:083.
8503190211 Forwards corrected Page 4.4-1 of Tech Specs transmitted w/Amend 82 to License DPR-36 re containment leak rate tests. Revised Tech Spec page corrects typo in original submittal.
HEITNER.K.L.  Operating   Reactors  Branch   3.  85/03/08.   RANDAZZA.J.B.  Maine Yankee Atomic Power Co. 3pp. 29421:360-29421:362.
-8503190216 Corrected Page 4.4-1 to Tech Specs transmitted w/Amend 82 to License DPR-36 re containment leak rate tests.
*  Office of Nuclear Reactor Regulation, Director. 85/03/08. 1p. 29421:362-29421:362.
8503150361 Advises that addl time necessary to implement check grid undervoltage relay setpoint procedures.Procedures will be developed by 850601. WHITTIER,G.D. Maine Yankee Atomic Power Co. 85/03/11. MILLER.J.R. Operating Reactors Branch 3. 1p. 29373:044-29373:044.
8503190205 Application to amend License DPR-36,consisting of Proposed Change 113,changing Tech Specs to revise operating guidelines for RCS vent sys.Fee paid. RANDAZZA.J.B. Maine Yankee Atomic Power Co. 85/03/13. Record Services Branch (Document Control Desk). 2pp. 29403:202-29403:208.
-8503190214 Proposed Tech Specs.revising operating guidelines for RCS vent sys.Limiting conditions for operation & surveillance tests consistent w/other primary sys components.
*  Maine Yankee Atomic Power Co. 85/03/13. 5pp. 29403:204-29403:208.
8503250094 Disapproves util 850114 proposed Tech Spec change re surveillance testing of auxiliary feedwater sys automatic initiation logic (TMI Action Plan Item 1I.EL1.2) on refueling outage basis.
MILLER.J.R. Operating Reactors Branch 3. 85/03/13. RANDAZZA.J.B. Maine Yankee Atomic Power Co. 3pp. 29497:310-29497:312.
8503210367 Informs that proposed Tech Spec changes re procedures for NUREG-0737,ltem II.B.3 re post-accident sampling & lf.F.1.2 re sampling & analysis of plant effluents will be provided by 850417.
WHITTIER.G.D. Maine Yankee Atomic Power Co. 85/03/15. MILLER.J.R. Operating Reactors Branch 3. 1p. 29464:232-29464:232.
8503250029 Informs that response to NRC 850211 request for addl info re NUREG-0737,ltem H.D.1 concerning performance testing of relief & safety valves will be submitted by 850606.
WHITTIER.G.D. Maine Yankee Atomic Power Co. 85/03/19. MILLER.J.R. Operating Reactors Branch 3. 1p. 29494:302-29494:302.
8503290142 Clarifies response to generic Itr re Salem ATWS events & discusses replacement of battery charger to plant process computer power supply during next hot shutdown.Plant computer will be powered by uninterruptible power supply. WHITTIER.G.D. Maine Yankee Atomic Power Co. 85/03/20. MILLER.J.R. Operating Reactors Branch 3. 1p. 29560:049-29560:049.
Q. Inspection reports, IE Bulletins & correspondence
8503260483 Responds to NRC 840523 Itr re violations noted in Insp Repts 50-309/84-05.Requests violations be considered as emergency plan discrepancies. WHITTIER.G.D. Maine Yankee Atomic Power Co. 84/06/22. MURLEY.T.E. Region 1, Office of Director. 9pp. 29510:254-29510:262.
8503260330 Responds to NRC 840523 Itr re open items noted in Insp Rept 50-309/84-05.Corrective actions:emergency action levels revised & plan revised to describe activation of public emergency alerting sys.
WHITTIER.G.D. Maine Yankee Atomic Power Co. 84/07/27. MURLEY.T.E. Region 1, Office of Director. 41pp. 29506:118-29506:158.
8503050010 Amends response to NRC 840523 Itr re violations noted in Insp Rept 50-309/84-05.Correctiye actions:emergency plan revised & info copy of Figure 2.50,0-1, "Emergency Condition Classification Table," will be distributed annually. WHITTIER.G.D. Maine Yankee Atomic Power Co. 85/02/15. MURLEY.T.E. Region 1. Office of Director. 2pp. 29214:077-29214:078.
8503050169 Responds to NRC 850117 Itr re violations noted in Insp Rept 50-309/84-11 .Corrective actions:suppression sys automated for reactor motor control ctr rooms on 841214,per 10CFR50, App R & fire patrol established.
WHITTIER.G.D. Maine Yankee Atomic Power Co. 85/02/15. MURLEY.T.E. Region 1, Office of Director. 2pp. 29205:358-29205:359.
8503040404 Submits clarification of 790924 Itr in response to IE Bulletin 79-19 re training for employees involved in radwaste transport.Training will not be provided to personnel in all areas but based on duties performed.
WHITTIER.G.D. Maine Yankee Atomic Power Co. 85/02/19. MURLEY.T.E. Region 1, Office of Director. 1p. 29183:206-29183:206.
8503040229 Advises that analysis of masonry walls per IE Bulletin 80-11 indicates that integrity of certain walls above 46 ft cannot be assured under seismic loads.Complete mods planned by 1985 refueling outage.
WHITTIER.G.D. Maine Yankee Atomic Power Co. 85/02/25. MILLER.J.R. Operating Reactors Branch 3. 1p. 29184:156-29184:156.
8503070156 Ack receipt of 841019 Itr informing NRC of steps taken to correct violations noted in Insp Rept 50-309/84-09.Plant operating review committee review of LERs & plant info repts inadequate to detect nuclear safety hazards. STAROSTECKI.R. Region 1, Office of Director. 85/02/25. RANDAZZA.J.B. Maine Yankee Atomic Power Co. 2pp. 29261:118-29261:123.
8502250807 IE Info Notice 85-016, "Time/Current Trip Curve Discrepancy of ITE/Sie-mens-AIlis Molded Case Circuit Breaker." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co. of New York, Inc. 113pp. 29196:147-
8503070201 Forwards Insp Rept 50-309/84-27 on 841210-850125.No violations observed.
WENZINGER,E.C. Region 1, Office of Director. 85/02/28. Maine Yankee Atomic Power Co. 2pp. 29260:319-29260:331.dison Co. 4pp. 29518:156-29518:159.
